Explanation

This is a house in a 20'x30' plot. The plot faces the East
road. The whole area is treated for construction as the space is
too small,

However if you can, you rnay allow 3' of space on
east and the northern sides, Consequently the dimensions of
inner rooms will reduce,

The building is divided into 81 cells or grids, The
central nine grids are called Brahrnasthana,

The main entry in the is given on the third and fourth
grids from the north side.

An exit door which is essential for cross ventilation may
be provided in the fourth grid on the north side from the west
side.

The house is so designed that the Brahma nthana is used
as a general lounge area. No beams or pillars should cume in
the central nine grids.

The plan may be used with suitable! modification depend-
ing on whether the road is south, east or west,